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that purpose. If he does, an amend- I Pataats Granted to Jeryeymea 
meat will be offered to his amendment, I For the wbk effdltig: Jtm# 14, wported 
to prevent Senators and Eepreeentatlves 1 for The Citizen by Drake A Co., patent 
in Congress being delegates to noinluat-1 attorneys, 789 Broad Street, Newark: 
log conventions. Both amendments I Implement for veneering fninber, 
would probably prove popular with the Brock, Plainfield; bottle filling machine, 
people, who might then try their own I A. L. Hatfield, Newark; sectional steam j ra I UDMI _ CiHAplpO 

bands at running the nominating cou- boiler, W. M. Mockay, Newark; limiting* nCfl tfANvilDO 


SCREENS, - HA I NOCKS 


Look! 


ventions for a while. 


An 



POWDER I 

Absolutely Pure. 

A cream of tartar baking powder. 
Highest of all in leavening strength. 
Latest U. S. (lovernment Food Report. 
ROYAL BAKING POWDER Co.. 1M Walt81. NT. 

WASHINGTON LETTER. 


[From our Regular Correspondent) 

Washington, June 13 
President Harrison's triumph over the 
v 

him 

the fellow with the most brass Lands 
who always succeeds. Enthusiasm is 
always a good thing to have iu politics. 


stop for armatures, K. Varley, jr.. Engle¬ 
wood ; name plate for hats, J. G. Ward, 
Waat Their Mall Delivered. I irviugton; entfdematic society badge 

article that appeared in the au( j ro^tte, i. 8. Whitehead, Newark; 
AVw# oa Thursday night stating | centrifugal apparatus, C. I*. Calms, Jer¬ 
sey City; gluing table, W. E. Brock, 
part of Watsessing annexed to East I Plainfield; pyromagnetic generator (11 
Orange created gi eat excitement among patg.), t. A, Etjlson, Liewellys Park; 
the Watsessing politicians, none of machine for pointing and punching shoe 
whom were aware that any such thing laces, P. Goldstein, Newark; tobacco 
was contemplated. A hasty consulta- I wrapper and package, T. J. Maloney, 

lion m held at Wateesaiog Centre by d,T,d £ d * U3, “ 

... * J gine, T. Thatcher, Elizabeth ; device for 

the men who run things, anu it was de- I securing hose to couplings, H. J. McCoy 
sided that the movement must be nipped et al.. Orange; seesaw, C. J. Hatch, Bay- 
In the bud. An obstacle was met with I onue * fire alarm system (4 pats.). L. G. 
at the start, and that was to discover 
the originator of the movement. Mem¬ 
bers of Active Hose Company were sus¬ 
pected of being at the bottom of it, as 
it is well known that they have shown 


lery noisy and determined opposition to 3l *“ rt of discontentment with the Bloom- brary furuitere. 
.1... shows once more that it Is not flold *> ven “ nM,t ever 9,Ul ' e thB Flro trade ,uttrk ' »• J 


^ itsd. 

. wldmer. 

West Hoboken; bag fastening, J. 
Bauuach, Newark ; heel nailing machine, 
C. H. Brown, Burlington ; satchel or bag 
frame, R. Flocke, Newark; nut luck, W; 
B. Parrot, Elizabeth; laud and water 
velocipede, T. G. P. Vogt, Passaic; 11- 

L. C. Taylor, Trenton ; 
Jowitt and sou, Stanley 


Another Great Reduction in Butter 

Very Flnsst Creamery, 24c. per lb.; 4 lbs. for 90c. 

Very Best Dairy, 22c. per lb.; 4 ibe. for 80c. 


AT THE 


FLOUR I 


FLOUR! 


Newark Bee Hive 


Best Minnesota Patent, $6.40 per 
Bent Family Flour, 


bbl. 

bbl. 


i ( 


A 


nTrf 

prr?ii i ] i m 

• •“ T T T r 


DRIED 

Best French Prunes, 

Best Evaporated Apples, 
Best Evaporated Peaches, 
Best Evaporated Apricots, 
Best Zante Currants, 

Best Prunelles, 


6.26 per 

FRUITS. 

•o. per lb.; 3 lbs. for 25c 
9c. per lb.; 3 I be. for 25c. 
13c. per lb.; 2 Ibe. for 26c 
13c. per lb.; 2 lbe. for 25c. 
6c. per lb.; 4 lbs. for 22c. 
16c. per lb. 


CANNED GOODS. 



Tomatoes, 

Peaches, 

Apricots, 

Sardines, Mustard, 
Sardines In 0|l, 
Sardines, Spiced, 


9c. per can ; 3 cans for 26c. 
14c. per can. 

14c. per can. 

8c. per box. 


Committee refused to establish a “dan¬ 
gerous precedent” and purchase their 
hose carriage and the recent collapse 
of the new carriage furnished the com- 


if it be genuine, but even then it cannot 

win in a convent.or before the people *>“*• w “ thou * bt *° *“'•* 08u3ed the 

unless it be barked by a majority of the old 3ore to We3k out » fr63h So “* 
votes to l-e east. ' As to the wisdom of a ““ ,uber3 of AcUve Ho3e h8ve 3notb « r 
the Bepubliean Convention in renoml- 3Ud more 3e,iou3 * rl * T8nca 3 t?“ lu3t th « 
Dating President Harrison there Is n wide government, iu that It allows 

and honest difference of opiui.min Wash- membar * <* th * Flr * l>e*»rtiu. n t ride 

Ington. whieh is coniine*I te .single 10 nre8 00 blc J*le8. Inquiry was made 

and it was clearly proved that uone of 

the members of the hose company were 


political party. 

There is no semblance of enthusiasm 
here over the renouiination of President 
Harrison, nor is there any of the bitter 
talk against him which has iuvariably 
followed every Republicau Presidential 
nomination since 1*72. The nomination 
is received as a matter of.course- by the 
Republicans, wl^o predict the election of 
the ticket; it greatly pleases the Demo¬ 
crats, at least that is what they all say, 
and they profess confidence iu their abil¬ 
ity to name a ticket at riii<tago that will 
defeat him ; and the People’s Party men 
say they like it, and that if the Demo¬ 
crats will now put up Mr. t'leveloud they 
are certain that they can curry a large 
number of States on a free-coinage plat¬ 
form, os against both Harrison aud 
Cleveland, who are tn.th on record as 
opponents of free coinage. 

The nomination of Whitelaw Reid for 
Viee-Presiden t was unquestionably a 
great surprise here; his name had been 
mentioned, but no one ap|»enre4f to fhiok 
of It in any other way tliuu as compli¬ 
mentary. Mr. Reid is well known hem 
ami is personally an able aud estimable 
gentleman, and well liked; but be has 
one of those very troublesome things in 
politics—a record. He was one of the 
ablest and bitterest of the coterie of Re¬ 
publican editors who halted Ghaut and 
supported Greeley iu 1^72, aud besides, 
iu his long fight with the New York Ty¬ 
pographical Union he made his paper 
known as an opponent of organised la¬ 
bor^ True, these things are all of the 
past ;but that they will be again raked 
up Is certain. That is why his uoiuiua- 
tion was surprising here. 

The sudden deat h of Col. L. L. Polk, 
President of the National Farmers* Al¬ 
liance, Is a severe and unexpected blow 
to the third-party movement, as his in¬ 
fluence with the Alliance In the Southern 
States was relied U|»on to bring the bulk 
of that organization into 'the new Peo¬ 
ple's Paity, and it was regarded as al 
most a certainty that he would have had 
a place upon the (Rational ticket of that 
party, to be nominated at Omaha July 
4, had he lived. 

Who will the Democrats nominate? 
has now become the question of the hour. 
The Democratic National Convention 
will meet at Chicago next week, aud 
from the best information obtainable 
here Mr. Cleveland will occupy almost 
the identical position before that body 
that President Harrison did at Minne- 
apolis. He will start in with more in¬ 
structed delegates for him than for any 
other candidate, and he will have to 
stand the assaults of the Held, which 
promise to be quite as bitter as those 
made upon Mr. Harrison, and Iu order to 
obtain the nomination he will have td 
get two-thirds of the Convention. 

Whether he will be as fortunate as his 

• 

old opponent is a question,although there 
is no denying that from a Washington 
point of view he appears to have the 
best of it. The tactics of the opposi¬ 
tion, as far as they can lie learned, will 
be to spring as rnauy "favorite sons" as 
possible on the Convention In the flrst 
ballot, in order to weaken Cleveland. 

Senator Hill will, if the Cleveland men 
know what they are talking about, de¬ 
velop his full strength on the flrat ballot; 
indeed, some of them are predicting that 
his name will uot be presented at all, and 
that Mr. Cleveland will be nominated by 


concerned In the secession conspiracy. 
It was next alleged that the residents 
of Myrtle Avenue were urgiug the 
scheme on account of the failure of the 
Town Committee to include Myrtle 
Avenue among the streets to be macadam¬ 
ized this year. Myrtle Aveuue people 


Hp«riin«N CuMik 

S. U. Clifford, New Cassel. Wla, 1 , was troubled 
with Neuralgia &Ad Rheumatism, bis Stomach 
was disordered, bis Liver was affected to au 
alarming degree, A|>|x>tU<> fell away, aud be was 
terribly reduced in flesh and strength. Three 
bottles of Fleetrlc Ritter* cured him. 

Edward Shepherd, Harrisburg. III., had a 
running s*.re on hi* leg of Sight years' rfta»dlng. 
Used three bottles of Klaclric Ritters and seteu 
boxes of Ruction's Arnica Salve, and bis leg Is 
souud aud well. John Speaker. Catawba, o.. 
ba«l live large Fever sores on bib leg. d«*ctors 
said be was incurable. One Bottle Electric 
Ritters and oue l*>z Buckleu's Arnica Salvecnre«l 
him eutlrely. Sold l»jr Geo. M. \Y<«»U* Drug) 
Store. — Adi't. 


, A’ Few Representative Numbers 
From a Large and Varied 
Assortment 


6c. per box. 

8c. per box. 

Aud other Articles too uumerous to mention. 

Pure Wines end Liquors always on hand for medical purposes. 

Handsome as well as useful Presents given away FREE with Tea, Coffee aud 
Baking Powder. Oouviuce yourself by giving us a call. 


Hii«-kl#n'» Aruba Naive. 

Tut Bkst Sai.vk lu tbo world for Out#. Bruls 
es. Sores. Ulcers, Salt Ubeuin, Fever More*, 
Tetter. t’bap|*Hl Hands, Chilblains. Corns, and 
all Skin Eruptions, aud |>o»lllve!y cures Pile*, 
or no pay reuulrodj It is guaranteed to give 


perfect satisfaction, or money refunded. Price 
denied all knowledge of the scheme, and jft. euts i**r ho*. For sale by Geo. m w.-L 

suggested that probably some Glen I All*. 

Kldgelte had recently moved into Wat- , , , 

nrtmlpr I lupaiis raluiles: best liver Ionic. 

Tha Watsessing Wheelmen s Assocla 

tlon were next suspected of being the A. W. ALMQVIST, 

authors of the plot as they had recently | MECH AN1CA I, AND CIVIL ENGINEER. 

Wat- 


SIMM SCHEUER & 


1 


Best Adjustable Wire Screens. 
Size 18x37 
21x37 
24x37. 


Tbe Largest Grocery House in the State. 

BLOOMFIELD AVE., BLOOMFIELD 


Kntl Window Screens 
to Fit Auy Sash. 


PATENT ATTORNEY AND EXPERT 

of over twenty five years' practice. 
RESIDENCE AND OFflCK. 


165 


with Patent Uw Library. 
Franklin Street (Franklin 
Bloomfield, N. J. 


Hllll. 


glveo utterance to remarks about 
sessing becoming too Puritanical, and 
more liberty would be enjoyed If it was 
attached to the Plrst Ward of East 
Orange, which la represented by Joseph 
Eilor, who owns a bicycle. The wheel¬ 
men denied all knowledge of the plot. 

j'jp rv£r? cni tU! * R|D6E m m school 

street was dl* overed to be tbe man who 
Was Wad lag the movement, and the 
cause of his wanting to go over to East 
Oiange aud taking Watsessing with him 
was due to tbe refusal of the letter 
carrier to give him tbe benefit of the 
free postal delivery, to which he aud 
others oa Thornton Street are justly 
entitled. 

The Watsessiog leaders will wait ou 
the Postmaster and convince him of the 
Justice of the claim of the Thorutoo 
Street people, but if they hear any more 
secession talk from Mr. WallJag they 

will tell him hagai go to East Orange. | Al * Kln<1 * °f carpentering Work and Repairing 
but that ha mast leave Wstsessing In 
tset when be goes. 


Hi* lug 

Made 

Size lMx30. 

18x39 . 

21x39 . 

Hcreen Doors. 

Size 2 ft 6 in x C ft 6 In_ 

2 ft 8 In x 6 ft 8 In . . 

2 fl 10 in x 6 ft 10 In 

3 fix7 ft.. 

Mosquito Canopies. 

In all colors, 90 In size, at. 
Tjaader No. 2. Size 100 in 

at..|.. *... ...... 

leader No. 3. Size 108 Iu 

at 


1.39 


1.79 


2.25 


WILL KEnpKN 

SEPTEMBER 23, 1891. 

Arrangement* may la* mad” after Sctpteiulier 
Vo. IHSI, willi 

HENRIETTA NORTHALL, 

PHINl'l PAI. 

WIIRN YOU THINK OF 

SPRING REPAIRS 

HKM> A OAkl> TO 

Samuel W. N. Walker, 

Lll>erly aud .Spruce Mtreeta. 

, BUK>MFini>. N. J. 


& 8p«#<-tally, 


94o 


2.C8 


P. O. Box 4‘J*. 


To th« Grwdaate* of 'Ff. 

AIMA I. MAC l»!U. 

G'«r learning s furrowed field you ve trod 
For many jeers gone by, 

And from Its fertile upturned afkl 
Gleaned gems ul value high. 

You’ve labored long and earueetly 

, To win tie alive bough; 

Aud with yoor efforts came success. 

Tours Is the olive now. 

8«x>u yon will leave the school room 
To seek a wider field 

For by your graduation. 

The old ecboot-HCa le sealed. 

Then you will prova the value 

Of those gems from learning's field. 

And then to all your effort* 

May success ever yield. 


<iEOU(iK ItIKKR, 

CARPENTER AED BUILDER. 

OFFICE: 

276 GLENWOOD AVE., 

OPP. D„ L. fc w. R. R. dkjvt. 
Residence, 7G Washington Avenue. 


Piazza Screens. 

Size 3 ft x 7 ft 
fi ft x fi ft 

Hammocks, Stools 
and Chairs. 

Good Mexican Rope, white 

aud colors, at . 

Palmer Hammock, with pil- 

..low, at,. T . i... 

Macranie, full size, at_ 

Mexican Grass, fringed l*otb 

sides, at. 

Hammock Spreaders and 

Ro|*es at. 9c ea 

('amp Stcnds at. . 29e 

Gamp Chairs, with back, at 58c 

Wiodev tod Door Screens. 

Wire and Colton Pelting. 

Wlndow r Frames.. i,. „• _ 19c set 

Door Frames. 9Mo set 

Wire Netting, best quality, 2c sq ft 

Scenic Wire Netting. 10c sq ft 

Cotton Mosquito Net, 7-4 

width, 8 yd to pc., at. 

Best Cotton Mosquito Net, 

8-4 width, 8 yds to pc, at 


Try one of our 

BLACK THIPET SUITS 

and see if it is not the most satisfactory Suit you ewi 
purchased for 

$15.00 

They are made in Cutaways and Sacks, and will never wear 
shiny. 

BUSINESS SUITS 

in fancy Cheviots, Cassimers, Serges* Check Suitings, &c, 

$10.00 and $12.00. 

KILPATRICK fi BETTS, 

— CLOTHIERS,— 

745 & 747 Broad St., Newark. 

g j 

Heath & Drake. 


We Have Assorted 

from our 
Incomplete 
They will 


Forelgu Dress Goods nl 
Hues of high novelties 
be placed on sals 


now 


“I 


35c pc 


Summer 


58c pc 


\ 


MISS WILSON, 

Dressmaker, 

17 HENRY ST.. 


BLOOMFIELD. 

Late of gs# York. 



Ladies patent-leather tip Oxford ties 
75c. at Shoffnthal’s.— Advt. 


Buy yoor fireworks at Dancer’s.— Advt. 


Thst Tired Fenliug 

You cannot always t«U whet may be the 
cause. Possibly It may be due to change of 
seaaou. climate, or life; poealbly to overwork or 
overoludy. to mental sufferlug. nervousness, 
or various bmllly ailments. But there Is uo 
mistaking the effects. You know you feel 
“almost tired to death,” without strength to do 
anything; am hi tlon seems t« be all gone, aud 
lu its place Indifference to how the world wags— 
an indescribable languor and weakness. You 
have no appetite, do not care about food, aud 
only eat because It Is the hour for eating, or 
from force of habit. 

This must be stopped. Your condition must 
be changed at once, or like a ship drifting with 
the Inward tide, you will soon be dashed upon 
the rocks of Incurable disease aud death. 
Rouse the torpid kidneys and liver, tone the di¬ 
gestive organs, create a new appetite, purify 
d vitalise the Impure and sluggish blood, 
cure the headache and overcome all the pros 
irating effects of That Tired Feeling by taking 
Hood's Sarsaparilla. It U just what you need, 
and to delay taking It la unwise. 


Hood's Sarsa parti le la sold by druggists $1; 
acclamation ; but the result of interested I 8tx tar Prepared by G. I. Hood k 0o., Lowell, 
predictions of the work of tho Miane- ' 11 


apolis Convention was not of such a na¬ 
ture as to increase pnbllo treduliti in 
such statements. As Josh Billings on<*» 
said, "Politics is mighty uncertain busi¬ 
ness.** 

Senator Quay has never bfcen known 
as a very ardent friend of reform iu tbe 
civil service, but Ills experience at Min¬ 
neapolis has, it is said, sonyincetl him of 
the necessity of a law to keep Federal 
officials from participating In nominating 
conventions, and It Is Mated that he 
proposes introducing an amendment to 
tha civil-service law that will accomplish 


rUL UIK VTULT ONCK MORK. 

Mrs. Jacob Fleet, whose husband works In the 
foundry, living at Ml Chambers Street. Philllpe- 
burg. New Jersey, says: 

“I have used • or f bottlee of Hood’s Sarsapa¬ 
rilla and Ithe It very much. For n year or two 1 
was badly run down. Had little appetite, poor 
dlgeetion. dizziness In the bead and torpidity of 
the bowela. The mors laxatives 1 took the worse 
1 got. I was so bad st one time that my 
LIFE WAS DBPillU) or. 
trouble baring lagan the form of nervous 
l MdMtkNt and gbeeral weakness. Since I 
hare been taking Hood's Sarsaparilla I have 
greatly Improved, and feel like myself once 
more. I never had anything do me ao much 
” m*. Jacob Fimrr, Ml Chambers 
Phimpeburg, H. J.. 


FOR NEURALGIA 

Nervous Headache 

and 1 

Pleurisy, 

COLES’ 

PEIETIUTIIt LimiEIT 

SIVES INSTANT RELIEF. 

Unexcelled as an Aid 

FOR MASSAGE TREATMENT. 

•OLD BY ALL DIMIffffISTS. 

Price, 25 cts. and 50 cts. per Botf/e. 

ruriUO OMLT BY TUB 

D. F. COLES DRUO AND 1IFQ. CO. 
MANWAY. N. J. 



Cotton Draperies. . ^ - 

Dotted Swiss, with colored |^AA/|Q 

polka dots. . 12c ^ 1 | UvvUu 

Coin dotted Swiss, 36 inches 

wide, at.;_ 17c yd 

•, Fancy Figured Hwiss at ... . 23c yd 

Taiubour Swiss, with border 

at. 23c yd I Ifl the CI T J uat now w « have a flue 

strI l*> Draperies, for Assortment of Summer Coats and Vests 

seaside oottage, at. 9c yd J 

Fancy Figured Sllkalioes, of all the popular materials. White and 

'v full assortment, at .l'i^cyd I Fancy Vests are also hsre. 

Light Weight Hummer Suits, cut and 
RlM Gwd Hatting YtiltS. I tailored by ourselves, on our own pat- 

Blg Discount to Buyers of Full terns and our styles, made and trimmed 

Jl^ ^ r cr X j I 903310 3u,t th3 «='•“ tr^ie. 

23c yd., or roll of 46 yd for 7.CO I Iu ( llil(,ren * wash Suits our assort- 

Dauiask Mattings. ment Is unequaled, and our prices way 

29c yd., or roll of 40 yd foT 9.20 | down. 

Cotton Warp Mattings. 

J 35c yd. ox rqll of 40 yd for . Nm.OO I T * ke a look 4t our " ^ “ Shirt Waists 
Japanese Inserted Mattings. I x j And then compare our prices with what 

39c yd., or roll of 40 yd for . 11.60 I » . 

Rice Curtains. 3 yP haTe be6n tor same or to 

(I In all colors, reg. $5.00 value | leridr goods 

.fl 'tr./iJ.U. 1 ...I.\ ~l.il 3.98 


FOR MALARIA, 


CENERAb DEBILITY 

AND . , f 

ALL STOMACH TROUBLE! 




PERUVIAN BAKU 


Trunks, Bags, and Other 

,4 

Requirements For In 
1 1 and Out I^oor 
Mi lit * Service. iJl > 


McGregor & Co. 


reduced prices. 

UNUSUAL INDUCEMENTS In plain 
dress goods will also be offered 

Particular Attention 

Is called to one lot comprising Cheviot 
Effects. Stripes, Checks and Silk 
Mixtures, 

Which Will Be Sold at 
68c. Yard, 

reel value $1.00. 

WE ALSO OFFER 

Exceptional 

• Inducements 

', IN 5/ , l" * 

Silks. 

Grenadines, 
i Challies. 

were never u.ore popular than 
We have a complete assortment 
Importation in all 
NEWEST OOLOR8, FIGURED 
UNTS, * * 

Including a large line of HabuUl 
SUks in both WhlU end Black et 
and 78c. yd.’ EXTRA VALUES. 

777 “779 BROAD ST., 

newau. n. i. 


Silks 


now. 


of our own 


tbe 

AND 


55c. 


N 


AMD 


WILD CHERRY 

ARC THE RE 




Price, 50 eenit and $1.00 per Battle 

rtlTAlID ORLY ST THB 

D. F. COLES t>RUO AND MFQ. CO * ’ 

RAHWAY. S. A. 







I » 



. Plant & Co. 


7-721 BROAD ST. 


CLOTHIER/, 

850 & 852 Broad St., 


p08T A MOFFAT, 

fftTOtrONEERS. • 

R1UL E8TATE A INSURANCE AXLE NTS 
*78 Gleawoud Aveuue 


•blllng bousBhold 
JAOGBO. FOffT. 
JhsUco 0g thB IWca 


Make * ■|W'to||f of 
by public %urtIDS. 

* *». ». «brrAT. 
thaehffau of in 

°Mwfiilly prepared 


*V I sk 


Na] 

Deliveries to 



Nswark. N. j. 


M“ 11A truaVENs, * 1 

Metropolitan Employment 

Mi BffOAD STaEXT 


























































































































